DART AEROSPACE LTD 
Work Order: 


Description: Bracket 
Part Number: 
D212-725-1-061 F 


Inspection Dwg: D212-725-1 
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Rev: E 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


00.080 
+0.004/-0.001 


00.098 
+0.004/-0.001 


00.129 
+0.004/-0.001 


10.727 
+/-0.010 


0.550 
+/-0.010 


1.100 
+/-0.010 


0.600 
+/-0.010 


0.250 
+/-0.010 


0.162 
+/-0.010 


1.250 
+/-0.010 


2.394 
+/-0.010 


2.724 
+/-0.010 


0.903 
+/-0.010 


1.183 
+/-0.010 


1.975 
+/-0.010 


4.376 
+/-0.010 


3.157 
+/-0.010 


3.348 
+/-0.010 


0.040 
+/-0.010 


I 


Measured by:1 
11 
Audited by:1--- 
Date: 
Date: 
------- 
------- 
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